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DESIGN 


CHECKED 
MFG. APPR. 


DRAWING NO. 


TITLE 


NTS 


SCALE 
RHEOSTAT 


KENT, WA 


DATE 


DART AEROSPACE USA, INC. 


13.10.07 
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APPROVED 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE USA, INC.. 
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8) GRIND THRU ONE TO FOUR WIRES AND APPLY PROTECTIVE COATING OF ACRYLIC ENAMEL 
TO PROVIDE FULL OFF IN THE "OFF" POSITION 


DESCRIPTION 


D4864-X RHEOSTAT 


A 


13.10.07 
VS 
NOTE 8 
REVISE VENDOR AND VENDOR PART NUMBER, ADD 
PB1 


DATE 
BY 


13.06.21 
NEW ISSUE 


6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 


SPECIFICATION CONTROL DRAWING 


7) WEIGHT: PER TABLE 


PB1 


5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
2) FINISH: NONE 
1) MATERIAL: PER TABLE 
NOTES: 


REV. 


DART PART 
NUMBER 
DESCRIPTION 
VOLTAGE 
CURRENT 
MANUFACTURER 
VENDOR(S) 
VENDOR PART 
NUMBER 
WEIGHT (LBS) 
REPLACES 
GENEVA P/N 


D4864-1 
RHEOSTAT 
500 RMS 
25 WATTS 
OHMITE 
NEWARK ELECTRONICS 
ELECTRO SONIC INC. 
RHS50RE 
0.18 
G10011 


D4864-3 
RHEOSTAT 
500 RMS 
25 WATTS 
OHMITE 
NEWARK ELECTRONICS 
ELECTRO SONIC INC. 
RHS100E 
0.18 
G12889 


